VZCZCXR07263 
RR  RUEHMLR 

DE  RUEHBK  #2662  2520601 

ZNR  UUUUU  ZZH 

R 080601Z  SEP  08 

FM  AMEMBASSY  BANGKOK 

TO  RUEHMLR /RPC  MANILA  0072 

INFO  RUEHC/SECSTATE  WASHDC  4234 

UNCLAS  BANGKOK  002662 

SIPDIS 

MANILA  FOR  RUEHMLR/GPS 

INFO  A/ISS/GPS,  IIP/PUBS  AND  ECA/A/L 

E . O . 12958:  N/A 

TAGS:  KPAO  OIIP  OPRC  AFIN  SCUL 

SUBJECT:  FY09  ENGLISH  TEACHING  FORUM  ORDER 

REF:  STATE  00090861 

1)  RELO  Bangkok  is  pleased  to  order  800  (eight  hundred)  annual 
subscriptions  of  'English  Teaching  Forum'  in  FY09. 

The  cost  of  one  subscription  is  $3.40  (three  dollars,  forty  cents), 
for  four  issues  (47/1-4). 

Total  for  the  above  item  is  $2720.00.  Post  has  obligated  $150.00 
for  shipping/handling  (Grand  total  $2870.00).  Please  advise  exact 
shipping/handling  costs  when  known  by  email  to  kirati@state.gov. 

2)  Please  charge  all  expenses  to  the  following  fiscal  data: 

TOTAL  OBLIGATION:  USD  2870 
APPROPRIATION:  19-X02090000 

ALLOTMENT:  E316 

OBLIGATION:  E316826211 

FUNCTION:  1373 

OBJECT  CODE:  2621 

3)  "Post  Financial  Management  Director  (Charles  J.  Slater)  certifies 
funds  availability." 

4)  Please  ship  order  by  APO  to  the  following  address: 

RELO  - JOHN  A SCACCO 

Public  Affairs  Section  American  Embassy 
Unit  8149  Box  48 
APO  AP  96546-0001 


JOHN 


